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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 22053 281027Z 

43 

ACTION OES-05 

INFO OCT-01 EUR- 1 2 ISO-OO NSF-02 ERDA-07 ACDA-10 CIAE-00 

INR-07 10-10 L-03 NSAE-00 NSC-05 EB-07 NRC-07 FEAE-00 

DODE-OO PM-04 /080 W 

115316 

R 281022Z AUG 75 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 2557 

UNCLAS PARIS 22053 

DEPT FOR OES, PASS NSF. RICHARD GREEN AND HENRYK 
UZNANSKI, PASS ALSO A.S. FRIEDMAN ERDA 

E.O. 11652: N/A 

TAGS: TGEN, ENRG & SENV 

SUBJECT: STATUS OF MEMO OF UNDERSTANDING FOR CNRS/NSF 
SOLAR BOILER COOPERATION 

1. AFTER CONSULTATIONS WITH CNRS ADVISORS ON THE VERSION 
OF THE SUBJECT MEMO WHICH WAS MAILED TO CNRS ON 

JUNE 16, 1975 BY A. S. FRIEDMAN OF ERDA, CHIEF ADMIN- 
ISTRATOR FOR CNRS CREYSSEL DECIDED THAT A FEW MINOR BUT 
LEGALLY SIGNIFICANT POINTS REMAINED TO BE CLARIFIED. 

HE REFERRED THE SUBJECT DRAFT TO CNRS ATTORNEYS FOR 
FURTHER STUDY AND ADVICE. AT THIS POINT, THE 
TRADITIONAL AUGUST VACATION BEGAN, AND AS OF THE 25 OF 
AUGUST, CNRS REPS BELIEVE THAT A COMPLETE FRENCH RE- 
SPONSE TO THE SUBJECT MEMO WILL BE READY FOR REFERRAL 
BACK TO ERDA BEFORE THE END OF SEPT. 

2. WE WILL KEEP THE DEPT, NSF, AND ERDA ADVISED. 

GAMMON 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: SOLAR ENERGY, MEETINGS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 28 AUG 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975PARIS22053 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750298-0203 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1975089/aaaaahop.tel 

Line Count: 50 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION OES 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 13 JAN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <13 JAN 2003 by ReddocGW>; APPROVED <23 JAN 2004 by hartledg> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: STATUS OF MEMO OF UNDERSTANDING FOR CNRS/NSF SOLAR BOILER COOPERATION 
TAGS: TGEN. ENRG, SENV, CNRS 
To: STATE 
Type: TE 
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